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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 01685 310003Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO ACDA-12 CIAE-00 INR-07 10-14 L-03 
NSAE-00 EB-08 NRC-07 OES-07 SOE-02 DODE-OO DOE- 11 
SS-15 SP-02 PM-05 H-02 PA-02 PRS-01 NSCE-00 
SSO-OO INRE-00 /1 13 W 

094705 310006Z/14 

O 302359Z JAN 78 
FM AMEMBASSY MEXICO 

TO SECSTATE WASHDC NIACT IMMEDIATE 7905 
INFO USIA WASHDC IMMEDIATE 

UNCLAS MEXICO 01685 


FOR ARA/MEX 
USIA FOR ILA 

EO 11652: N/A 
TAGS: SOPN, MX 

SUBJECT: MEXICAN PRESS STORIES ON STOPPAGE OF 
URANIUM SHIPMENTS 

1 . MEXICAN PRESS REPORTING THAT SHIPMENTS OF ENRICHED 
URANIUM FROM U.S. TO MEXICO HAVE BEEN STOPPED FOR 
VARIOUSLY REPORTED REASONS. PRESS SPECULATING 
THAT DELAY OR CANCELLATION REPRESENTS SETBACK FOR 
MEXICAN NUCLEAR DEVELOPMENT AND FOR MEXICO'S 
ECONOMIC DEVELOPMENT. 

2. WE UNDERSTAND STORIES ARE BASED ON MEETING HELD 
JANUARY 17 IN DEPARTMENT OF ENERGY. 

3. WE URGENTLY NEED NO LATER THAN 1 1 A.M. (EST) 

DEFINITE STATEMENT ON STATUS OF URANIUM SHIPMENTS 
TO MEXICO FOR GUIDANCE AND TO SET INACCURATE STORIES 
STRAIGHT INSOFAR AS POSSIBLE. LUCEY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MEXICO 01685 310003Z 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: URANIUM, CARGO HANDLING, PRESS COMMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MEXICO01685 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780045-0013 
Format: TEL 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 8/aaaaagku. tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: b8a3eae4-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3799265 
Secure: OPEN 
Status: NATIVE 

Subject: MEXICAN PRESS STORIES ON STOPPAGE OF URANIUM SHIPMENTS 
TAGS: SOPN, MX 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/b8a3eae4-c288-dd1 1-92da-001cc4696bcc 
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